HSLI QI Meeting 


April 24, 2009 

9:30 — 11 am Auditorium 


Agenda 


1. Summary of comments from the 2009 CLIA Inspection - P. DiNatale, D. Caloggero 


2. Summary of the results of the evaluation of the QA/QI program - P. DiNatale, D. Caloggero 


3. QA study projects - representative from each department 

a. Process for review of projects - D. Caloggero 

b. Brief description of current projects - each department 
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